210            PROCEDURES FOR WORKING WITH CHEMICALS IN LABORATORIES

properties and the consequence of overexposure is minimal, the system will
need less stringent control than if the substance is highly toxic or has poor
warning properties. The need for scheduled maintenance will also be
determined by these factors.

I.H.6   SOURCES OF EQUIPMENT AND SUPPLIES FOR

MEASURING LABORATORY VENTILATION SYSTEMS

SUPPLIERS OF INDUSTRIAL HYGIENE SAMPLING EQUIPMENT

1.  MSA Research Corp., 600 Penn Center Boulevard, Pittsburgh, PA 15235

2.  Applied Technology Division, E.I. duPont de Nemours & Co., Wilmington,
DE 19898

3.  Abcor Development Corp., 850 Main Street, Wilmington, MA 01887

4.  Anatole J. Sipin Co., Inc., 425 Park Avenue, South New York, NJ 10016

5.  Occupational Health and Safety Products Division, 3M Corp., Box 8327,
Department BB1, St. Paul, MN 55113

6.  Environmental and Process Instruments Division, Bendix Corp., Drawer 831,
Lewisburg, WV 24901

SUPPLIERS OF INDUSTRIAL HYGIENE AND VENTILATION
MONITORING EQUIPMENT

Velometers and Anemometers

1.  Alnor Instrument Co., 7301 N. Caldwell Avenue, Niles, IL 60648

2.  Davis Instrument Manufacturing Company, Inc., 513 East 36th Street,
Baltimore, MD 21218

3.  TSI Inc., Box 3394, St. Paul, MN 55164

4.  Kurz Instruments, Inc., Box 849, Carmel Valley, CA 93924

Manometers, Gages, and Pitot Tubes

Dwyer Instruments, Inc., Box 373, Michigan City, IN 46360

Direct Reading Instruments

1.  Foxboro Co., Wilkes Infrared Center, Box 449, South Norwalk, CT 06856

2.  MDA Scientific Inc., 808 Busse Highway, Parkridge, IL 60068

3.  HNU Systems, 30 Ossipee Road, Newton, MA 02164

4.  Century Systems Corp., Box 818, Arkansas City, KA 67005

5.  Gas-Tech, Inc., 331 Fairchild Drive, Mountain View, CA 94043